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Preparation 
Production 
Production statistics, coal 
Puerto Rico 
Railroads 
Reclamation 
Refuse disposal 
Regulations 
Research 
Reserves 
Retirement 
Roof support 


Safety 

Sales 

Security and Exchange 
Commission (SEC) 

South Africa 

South Korea 

Southern Labor Union 

(SLU) 

Spain 

Statistics, coal 

Steam coal 

Strike(s) 


Sulfur 
Surface mining 
Surface Mining and Recla- 
mation Act 
Swaziland 
Sweden 
Synthetic Fuels Corpora- 
tion 
(SFC) 
Synthetic fuels from coal 
Taiwan 
Taxes 


Tennessee 

Tennessee Valley Authority 
(TVA) 

Texas 

Training 

Trucks and trucking 

Tunisia 

U.S.S.R. 

United Mine Workers 
(UMW) 

Utah 

Utilities 


Ventilation 
Virginia 

Wages 
Washington Scene 
Water pollution 
Water transport 
West Germany 
West Virginia 
Wisconsin 
Wyoming 
Yugoslavia 


Accidents, see also Safety 

Equipment maker must pay damages for lost 

leg (Legal) 

Inspectors not liable in miner death (Legal) 
Sep 145 

NMS pays woman coal miner in injury case 


Scooptram manufacturer not liable for min- 
er’s death (Legal) 
UMW wins hearing on roof fall death (Le- 


U.S. not guilty in miner’s death (Legal) 

Oct 163 
Acid Mine Drainage (AMD) 
Plant cleans acid water 
Acquisitions, see aiso “Company Index”; 
Expansions; Mergers; Sales 
Airco Coals, Inc. acquires Allied Coal 


First Mississippi Corp. buys Pyramid Mining, 

Inc. (News) 

Agreements, see Construction; Labor; 

Machinery; Mines; Sales 

Air pollution, see also Environment; Sui- 

fur; Ventilation 

Avoided by fireless coal generator (DtW) 

Jun 121 

Blazes enrages citizens (News) Oct 48 

Coke plant application withdrawn (News) 
Apr 53 

EPA asked to end pollution fight (News) 
Feb 37 

EPA scenic area air rules challenged 


National Steel Corp. pays penalty (News) 


Alabama 

Port work (News) 

Alaska 

Japanese utilities help Alaskan firms develop 
Beluga coal (News) 

Korean test of Alaskan coal (News) ..Jan 53 
Methacoal’s inventor sees Alaskan potential 


South Koreans plan mine (News) 
AMD, see Acid Mine Drainage 
American Mining Congress (AMC) 
Centers 1981 coal convention in St. Louis 
Apr 88 


Jun 57 


Analysis, coal 
System will improve burning performance 


Anthracite, see also Production statistics, 
coal 


GENERAL INDEX 


Consol plans mine (News) 
Home owners scramble for anthracite 

Mar 106 
Pennsylvania miners reject incumbents 


Screens convert fines into profits.... Feb 121 
UMW miners ratify three-year contract 


UMW must pay pensioners (Legal)..Jun 126 
Unionized miners reject tentative agreement 


Arizona 

Cholla 4 online (News) 

Cholla scrubbers (News) 

Association of Coal Producers of the 
European Community (CEPCEO) 

Asks EEC to step up coal production and 
consumption (News) 

Atomic energy, see Nuclear power 
Australia 

Approves new steam coal mine (News) 


Behind in coal shipment (News) 

BP loss (News) 

Broken Hill contracts (News) 

Builds first coal-fired power station (News) 


Bulk carriers (News) 

Caltex contract (News) 

Coal-fired ships (News) 

Coal industry set to boom (News).... 

Coal park projects (News) 

Coking coal prices to Japan may rise 


Coking coal prices to Japan rise (News) 
July 57 
Coking coal prices to Japan set (News) 


Consol goes global (News) 

CSR. Ltd. poised to lead Australian coal 
producers by 1985 (News) 

Exports (News) 

Fluor project (News) 

Japan threatens Newcastie (News) ... Jun 57 
Japan turns away from Australia for coal 


Lignite mining (News) 

New South Wales cancels lease of suspect 
coal prep firm (News) 

Oaky Creek delay (News) 

Pioneer mine spurs Australian yield.. Aug 66 
Queensland losses (News) 

Queensland record (News) 

Queensland tax (News) 

Sydney coke plant (News) 


Zimbabwe 


Synfuels in Sydney (News) ............. . Nov 49 
Tasmanian conversion (News) 

Western Australian expansion (News)Jun 57 
Automation, see Computerization appli- 
cations 

BCOA, see Bituminous Coal Operators 
Association 

Belgium 

Builds plant (News) 

Belts, see Conveyors 

Benefits, see also Retirement 

Black lung: a second opinion 

Court rules UMW two-tier survivor health 
plan illegal (Legal) 

Lab technician eligible for black lung bene- 
fits (Legal) 

Miner fired for stoppage gets no jobless 
benefits (Legal) 

Miner with non-mine injury qualifies for UMW 
disability (Legal) 

Miner’s widow wins right to sue UMW to 
collect pension (Legal) 

Neurotic miner wins disability benefits (Le- 


UMW ordered to reconsider pensioner’s 
claim (Legal) 

Bituminous, see Coal; Production statis- 
tics 

Bituminous Coal Operators Association 
(BCOA) 

Coal producer pulls out of BCOA to bargain 
with UMW (News) 

Talks start with UMW as deadline nears 


Black lung disease, see also Health 
Appeals Court gives operators victory in 


Coal health and safety issues move to front 
burner in Congress (WS) 

Fraud (News) 

Insurance companies suit (News) .....May 48 
Insurance rates will increase for operators 


Program may go into red (WS) 

A second opinion 

UMW combats Regan on black lung cuts 
(News) 

Victim entitled to new job, but not new pay 
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Mines take on explosive casting 
Bolting, see Roof support 

BOM see Bureau of Mines 

Books 

Brazil 

British contracts (News) 

Coke import quotas (News) 

Lifts production (News) 

Mines reserves with Colombia (News) 


Steam plants (News) 

Breakers, see Equipment Guide; Prepara- 
tion 

Bulldozers, see Equipment Guide; Sur- 
face mining 

Bulgaria 

Coal riches (News) 

Bureau of Mines (BOM) 

How to prevent loader rollovers Dec 62 
Pinpoints safe airblast levels (DtW) Feb 159 
Cable, see Equipment Guide: Power sup- 
ply 


Canada 

Coke deal (News) 

Computer monitors mine conditions . Aug 56 
Exports (News) 

Port of Quebec (News) 

Sells methane (News) 

Cars, see also Equipment Guide; Haulage 


Utility coal cars (News) 

Centrifuges, see Equipment Guide: Prep- 
aration 

CEPCEO, see Association of Coal Pro- 
ducers of the European Community 
Chile 

Japanese build power piants (News) Mar 53 
China 

Coal looms large in China’s future...Jan 112 
Develops coal with Japan (News)..... Sep 53 
Export competition (News) 

Future prospects (News) 

Production off (News) 

Wastes coal (News) 

Clean Air Act, see also New Source Per- 
formance Standard, Regulations 
Congress aims at making coal easier to mine 
and burn (WS) 

Florida petitions EPA (News) 

Industry and environmental interests prepare 
for fight (WS) 

Proposed changes bother environmentalists 


Reagan administration's position yet to be 
seen (WS) 
Utilities may clean coal to meet NSPS 
Jan 57 
In Washington, more talk than action (WS) 
Aug 13 
Cleaning,see Preparation 
Closings of mines 
Colorado Kerr mine shut indefinitely (News) 
Jun 33 
Court supports closure by MSHA (Legal) 


Illinois mine idled (News) 

Peabody shutdown (News) 

Spanish cutbacks (News) 

Westmoreland delays reopening West Virgin- 
ia mine (News) 

Coal, see also Anthracite; Coke and cok- 
ing; Lignite; Production statistics, coal 
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British stockholders foresee doubling of coal 
prices by 1990 (News) 
Bucking trend, coal eludes general downturn 


Busy year ahead 
Bye, bye boom (E) 
Carter bequeathed Reagan some problems 


Congress aims at making coal easier to mine 

and burn (WS) 

Congress returns to stack of coal-related 

legislation (News) 

DOE report on test plants calls for more 

flexibility (News) 

DOE to fund more synfuel projects based on 

coal (News) 27 

IEA: lack of confidence hinders capital 

investment for coal (News) 

Industry and environmental interests prepare 

for Clean Air Act fight (WS) 

Interagency Task Force says coal industry 

can go it alone (News) 

NCA releases 1980 coal statistics (News) 
Jan 45 

Needed: more voices for coal (E)... Feb 250 

Needs coherent policy, not passionate inflex- 

ibility (E) 

For President Reagan, an unenviable task 


Regionalism is too expensive (E).....Apr 318 
Regulatory Council reports coal industry over 
regulated (News) 

Snaps back from strike to meet rising con- 
sumption (ES) 

Southern Co. buyer predicts rise in coal 
prices (News) 

Synfuels Corp. reviews funds requests 


World Coal Center (News) 

Coal Age 

Buyers Guide 

Coal Conference: dollar-saving strategies in 
spotlight 

Coal Conference readies program.... Sep 92 
Louisville set for ’81 Coal Show Oct 105 
Manufacturers Index 

Coal conversion, see also Gasification, 
coal; Liquefaction; Resear:h; Synthetic 
fuels from coal 

H-coal plant down (News) May 48 
Kentucky coal-to-gas-plant planned (News) 


NUS-Schroeder pact (News) 

Coal Employment Project (CEP) 

Women endure job-related sexual abuse 
Aug 80 


Coal inventory, see Reserves 

Coal leasing 

Alton Field suit (News) 

Bethlehem appeal (News) 

Champion leases Kentucky property (News) 
Nov 37 

Coal prospectors granted rethinking of appii- 

cations (Legal) 

Coal swap (News) 

Coastal States Energy Co. winning bid 


Future of coal leasing lies with Reagan 
administration (WS) 

Implies need to develop (Legal) 
Kerr-McGee exchange (News) 


Jun 125 
Mar 49 


Mineral depletion allowance permitted to 
coal leasors (Legal) 

New coal capacity surges ahead Feb 98 
Operator fined for mining after lease expired 


Reagan supports leasing of federal coal 
lands by railroads (WS) 

Secretary of Interior reviews federal coal 
lease program (News) 

Support gains for larger coal land leases in 
Powder River region (WS) 

Utilities increase their federal coal lease acre- 
age (News) 

Watt predicts more land will be leased for 
coal mining (News) 

Watt under pressure to approve maximum 
acreage for coal leases (WS) 

Western leases sought (News) 

Coal-oil mix 

First tests in Florida termed successful 


Israeli effort (News) 
Coal usage, conversion to 
Aussie station (News) 
Brayton Point conversion advances (News) 
Oct 25 

Coal country legislators try to make it easier 
to switch to coal (WS) 
Coal-fired U.S. vessel (News) 
Congress moves to avoid 1990 natural gas 
phase-out for utilities (WS) 
EEC loans (News) 
Foreign coal ports expand capacityMay 110 
Home owners scramble for anthracite 

Mar 106 
IEA pushes conversions (News) Jun 48 
Israel overhauls port system for conversion 
to coal (News) 
Israeli conversion proposed (News).... Jul 57 
Kingston conversion (News) 
Mexican power plants (News) .......... 
New England utilities scrutinize coal. Nov 96 
Oklahoma Gas & Electric converts (News) 


Pfizer conversion (News) 
Puerto Rican coal-fired plant ban lifted 


Puerto Rican plant killed (News) 
Puerto Rican power plant stalled (News) 
Jul 57 
Taiwan coal industry revived (News) Aug 47 
Tasmanian conversion (News) Apr 57 
Coke and coking 
Australia may raise prices to Japan (News) 
Feb 53 
Australia raises prices to Japan (News) 
Jul 57 
Australia sets prices to Japan (News) 


British exports (News) 

Canadian deal (News) 

For Iscor (News) 

Japanese steelmakers look to West for 

cheaper coal (News) 

Mapco Coal keeps right on growing..Oct 64 

New Zealand prospects (News) 

Pioneer mine spurs Australian yield.. Aug 66 

Plant application withdrawn (News) ..Apr 53 

Sydney coke plant (News) 

Transvaal hikes prices to Japan (News) 
May 55 





Colombia 

British/ German venture (News) 

Builds power plant (News) 

Coal discovery (News) 

G.E. Hunt (News) 

Mines reserves with Brazil (News) .... Nov 49 
Reserves (News) 

Colorado 

Chocks support bad top 

Denver court upholds Mid-Continent fine 


Denver OSM employees lose lawsuit (News) 
Nov 19 

Fifteen die in mine blast (News) May 41 

Grace-Hanna group submits high coal land 

bid (News) .... Jun 25 

Inspection changes (News) 

Kerr mine shut indefinitely (News) .....Jun 33 

Sagebrush rebels lose vote (News) .... Jul 37 

Spark may have fired blast (News)....Jun 29 

Traffic jam (News) 

Upper Colorado River basin seen as synfuels 

center (News) 

Commerce Department, see Department 

of Commerce 

Communications 

Fiber optics eyed for use in underground 

mine communication (DtW) 

How to add privacy to mine pager phone 


Computerization applications 

Blending coal with small computer... Jul 102 
Computer controls flow to cyclones .. Jun 90 
Computer-generated drawings help improve 
dragline efficincy (DtW) 

Computer monitors mine conditions. Aug 56 
Computers speed mine mapping....May 120 
Dragline computer improves control Apr 108 
Haulback aids twin draglines Nov 100 
Mine monitoring can aid production and cut 


Overall mine-monitor system (Ol)... Feb 155 
Photosimulations portray future mining 
Jul 88 

Program speeds structural analysis of pro- 
tective canopies (DtW) 
System speeds purchasing at all levels (Ol) 

Jan 131 
Construction, see also Planning 
NIPSCO contract (News) 
Continuous mining, see Deep mining 
Contracts, see Construction; Labor; Ma- 
chinery; Mines; Sales 
Conventional mining, see Deep mining 
Conventions, see also Meetings, industry 
AMC centers 1981 coal convention in St. 


Bergbau 81 aims at record show ....Apr 121 
Bergbau 81 draws record crowds .... Aug 83 
Conveyors see also Haulage; Machinery 
Electro-centers control conveyors 

Garden sprayer sprays conveyor belts safely 


Krupp assembles conveyors for Spanish 
mine (News) 

Pre-shift belt inspections endorsed in West 
Virginia (Legal) 

Three innovations at C&K Coal 

Court actions, see also Laws and legisla- 


tion; Regulations 

Appeals Court gives operators victory in 

black lung case (WS) 

Appeals Court leaves EPA standards for coal 

burning intact (WS) 

Coal company not guilty of sex discrimina- 

tion (Legal) 

Coal lease implies need to develop (Legal) 
Jun 125 

Coal mining county ordered to share sever- 

ance taxes (Legal) 

Contractor awarded judgment for unexpect- 

ed hard work (Legal) 

Denver court upholds Mid-Continent fine 


Federal court ruling threatens Great Plains 
synfuel project (News) 
Firing of worker for threats approved (Le- 


Former Carbon Fuels head convicted in kick- 

back case (News) 

Lab technician ruled eligible for black lung 

benefits (Legal) May 168 

Legal Scene: 

Jan 141; Feb 163; Mar 125; Apr 177; May 

167; Jun 125; Jul 157; Aug 105; Sep 145; 
Oct 163; Nov 120; Dec 105 

Mineral depletion allowance permitted to 

coal leasors (Legal) 

Neurotic miner wins disability benefits (Le- 


Operator sentenced (News) 
OSN is constitutional (Legal) Aug 105 
Strip mining company wins suit to recover 
expenses (Legal) 
Supreme Court will decide future of sever- 
ance taxes (WS) 
UMW fine upheld (Legal) 
U.S. court dismisses suit against Land Policy 
Act (Legal) 
U.S. not guilty in miner’s death (Legal) 

Oct 163 
U.S. wins suit (News) June 53 
Crime 
Black lung fraud (News) 
Coal tax shelter scam (News) 
Former Carbon Fuels head convicted in kick- 
back case (News) 
Former Carbon Fuels head denies coal kick- 
back charge (News) 
Crushers, see Equipment Guide; Prepara- 
tion 
Cyclones, see Preparation 
Czechoslovakia 
Blast kills sixty-five (News) Oct 57 
Deep mining, see also Machinery; Mining 
methods 
Computer model to predict subsidence 


German firm successfully adapts water jets 
to longwall plow (DtW) 

Research and development projects Feb 75 
Troika takes on pitching seam Jul 114 
Denmark 

Warns U.S. (News) 

Department of Commerce 


Reagan’s man in Commerce stirs interest in 
coal export market (WS) 

Department of Energy (DOE) 

Coal programs used in political maneuvering 


Energy Secretary realigns Office of Fossil 

Energy (News) 

Fossil Energy chief Mares will try to keep 

research money (WS) 

Funds more synfuel projects (News) .Jan 27 

GAO tells DOE to shape up synfuels (News) 
Apr 41 

Memphis gives up on DOE funds for coal gas 

plant (News) : 

New White House may rethink DOE (WS) 

Feb 9 

Predicts rise in coal consumption during 

1981 (News) 

Reagan’s DOE-DOT team pushes production 


Report on coal test plants calls for more 
flexibility (News) 
Depa/tment of Interior (DO!) 
Alton Field suit (News) 
Coal needs coherent policy, not passionate 
inflexibility (E) 
Coal prospectors granted rethinking of appli- 
cations (Legal) 
Conservative Republican senators force Watt 
to make tough choice (WS) 
Establishes mine tire guidelines (News) 

Jul 45 
Illinois environmentalists challenge Watt 


New program: Watt’s my line (WS) .... Mar 9 
Plans for OSM anger environmental organi- 
zations (News) 
Reagan’s DOE-DOi team pushes production 
(News) 
Review may reopen western lands (WS) 
Jul 9 

Reviews OSM rules and regulations (News) 

Apr 21 
Secretary reviews federal coal lease program 


Watt expected to open West (News) Feb 15 
Watt under pressure to approve maximum 
acreace for coal leases (WS) 

Watt’ influence shapes OSM programs 


Watt’s on first, batting cleanup (WS) ..Jun 9 

Deposits, see Reserves 

Diesels, see Power supply 

Disabilities see Accidents 

Disasters, see also Safety 

Blast kills sixty-five (News) 

Ferrell settlement (News) 

Fifteen die in Colorado mine blast (News) 
May 41 

Forty-two die in Japanese coal mine disas- 


Scotia survivors reach settlement with gov- 
ernment (News) 
Spark may have fired Colorado blast 


Westmoreland aftermath (News) 
Westmoreland appeal (News) 
Westmoreland resumes work at West Virgin- 
ia site (News) 

Yugoslav explosion (News) 

DOE, see Department of Energy 

DOI, see Department of Interior 
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Drainage, see also Environment 

AMD plant cleans acid water 

Winning the battle against gravity ...Oct 138 

Dritling, see also Deep mining; Equipment 

Guide; Machinery; Roof support; Surface 

mining 

Wider choice of large drills offered ....Jan 95 

Dryers, see Equipment Guide; 

Preparation 

Dust 

Changing Presidency may change dust sam- 

pling rules (WS) 

Clinchfield fined for falsified records (News) 
Jan 27 

Controversial dust-recording concept under 

development(DtW) 

Cut straw with emulsified tar protects coal 

piles (DtW) 

Dust leve! standards 

Hints for controlling coal dust (Ol).. Nov 109 

Ecology, see Air pollution; Drainage; 

Environment; Reclamation; Water pollu- 

tion 

Economics, see also Taxes 

British Coal Board lists huge losses (News) 
Sep 45 

British stockholders foresee doubling of coal 

prices by 1990 (News) 

Bucking Trend, coal eludes general down- 

turn (ES) 

Business interruption policy doesn’t cover all 

losses (Legal) 

Bye, bye boom (E) 

China wastes coal (News) 

Cleaning coal magnetically proving economi- 


Coal Age Conference: dollar-saving strate- 
gies in spotlight 

Coal investments will require new capital 
sources in 1980s (News) 

Coal production rises despite sinking eco- 
nomic picture (ES) 

Coal snaps back from strike to meet rising 
consumption (ES) 

Exports to offset high plant costs 
Fire-resistant hydraulic fluid combines safety 
with cost savings (DtW) 

High cost of money holds back expansion 


High interest rates trigger alternate forms of 
financing (News) 
Mine monitoring can aid production and cut 


Mining schools fear effects of federal budget 

reductions (News) 

Oil conservation program cut costs (Maint) 
Jun 133 

Once again, Westmoreland Coal Co. says it’s 

not for sale (News) 

Operator sues manufaciurer for losses (Le- 


Operators buy refuse to extract coal 

Sep 128 
Perceptive strategies win the game.. Sep 60 
Practical approach to better fuel economy 


Pretty penny (News) 
Profit planning begins with mapping..Jun 68 
Regionalism is too expensive(E) 


South African export profits diminished by 
sagging dollar (News 


158 COAL AGE/DECEMBER, 1981 


Southern Co. buyer predicts rise in coal 
prices (News 

Strike beginning to take toll (ES) 

Striking while the economy is lukewarm 


Tax Act recovers more dollars 
Tax rebates to coal companies (News) 
Oct 48 
Threat of strike distorts production and mar- 
kets (ES) 
Education, see also Training 
Consol grants (News) 
Grants for women (News) 
Mining schools fear effects of federal budget 
reductions (News) 
Egypt 
Coal interest (News) 
Electricity, see Power supply 
Energy (all fuels), see also Utilities 
Brown gold for America(E) 
Edwards sees self as problem-solver (News) 


Energy-efficient motors lead way 

Energy parks burn coal efficiency 

Energy Secretary realigns Office of Fossil 
Energy (News) 

Fires in abandoned mines can be boosted 
for energy (DtW) 

Solar coal units (News) 

England, see Great Britain 

Environment, see also Air pollution; 
Drainage; Reclamation; Water Pollution 
Blaze enrages citizens (News) 

Chapter XI is no shelter from law (Legal) 


Coal park projects (News) 

Definition of park permits broader work area 
for mine (Legal) 

DO! plans for OSM anger environmental 
organizations (News) 

Fires in abandoned mines can be boosted 
for energy (DtW) 

First flush reduces coal pile acidity... Nov 57 
Illinois environmentalists challenge Watt 


for Clean Air Act fight (WS) 

Proposed changes in Clean Air Act bother 
environmentalists (WS) 

Environmental Protection Agency (EPA) 
Appeals Court leaves standards for coal 
burning intact (WS) 

Asked to end pollution fight (News) . Feb 37 
Florida petitions (News) 

Moon Lake power project given air permit 


Scenic area air rules challenged (News) 
Jan 29 
When research wanes, standards decline 


Equipment and materials, see Machinery 

Equipment Approvals 

Jan 165; Apr 212; May 188; Jul 198; Aug 
136; Sep 256; Oct 186 

Equipment Guide 

Blasthole drills 

Breakers and crushers 

Centrifuges, dryers and filters 


Roof drills 
Scrapers 
Shuttle cars and feeder breakers.... Feb 126 
Surface mining cable 
Underground trailing cable 
Equipment News 
Jan 177; Feb 207; Mar 169; Apr 273; May 
215; Jun 171; Jul 209; Aug 141; Sep 264; 
Oct 225; Nov 171; Dec 137 
European Economic Community (EEC) 
CEPCEO asks EEC to step up coal produc- 
tion and consumption (News) 
Europe prepares its ports for coal.... Nov 70 
Loans for coal-fired power plants (News) 
Nov 49 
Excavators, see Hydraulics 
Expansions, see also Acquisitions; Con- 
struction; Mergers; Planning; Sales 
Arco mine (News) 
Empire expands on its 15% pitch....Oct 124 
High cost of money holds back expansion 
(ES) 
NERCO mine permitted (News) 
New coal capacity surges ahead 
Export-Import Bank 
Loan to Zimbabwe (News) 
Exports 
ATIC deal (News) 
Blue Diamond Coal Co. moves into direct 
export sales (News) 
British Petroleum banks on strength of U.S. 
export coal (News) 
Chinese competition (News) 
Coal eyed for futures trading 
Coal moves through Morehead City Sep 113 
Europe prepares its ports for coal.... Nov 70 
Export market key to Illinois Central Gulf 
Coast plans (News) 
Exporters file rail rate complaint (News) 
Apr 25 
Great Lakes move U.S. export coal...Oct 98 
ICC looks at rail rates for export coal (WS) 
Oct 9 
Interagency Task Force says coal industry 
can go it alone (News) 
Japanese utilities pledge aid to WESTPO 
study (News) 
Management team could save export mar- 


Mapco Coal keeps right on growing..Oct 64 

Mapco, tough competitor in marketplace 
Oct 87 

NCA projects 1981 drop (News) Mar 19 

New German forecast sees U.S. as major 

coal supplier (News) 

Offset high plant costs 

Reagan’s man in Commerce stirs interest in 

coal export market (WS) 

Small shippers fear N&W plans for coal 

export (News) 

Union Pacific exports (News) 

U.S. agrees to sell Spain coal (News) 


U.S. coal to Israel (News) 

U.S. could improve Dutch share of coal mar- 
ket with terms (News) 

U.S. exports to Europe will stabilize in 1981 


U.S. gains in Japan (News) 
U.S. to supply world with steam coal 








Western port work (News) 

White House and two states form task forces 
on coal exports (WS) 

Fans, see Ventilation 

Fatalities,see Accidents; Disasters 
Federal government, see Government, 
federal 

Feeder breakers, see Equipment Guide; 
Haulage 

Filters, see Equipment Guide; 
Preparation 

Finance, see Economics 

Florida 

First coal-oil mix tests termed successful 


Fly-ash 

Computer controls flow to cyclones .. Jun 90 
Cover for coal stockpiles (News) Nov 45 
Forecasts 

Australian exports (News) 

Australia’s coal industry set to boom 


Big future for synfuels (News) 

British stockholders foresee doubling of coal 

prices by 1990 (News) 

Brown gold for America (E) 

Busy year ahead for coal 

Chinese future (News) 

Coal investments will require new capital 

sources in 1980s (News) 

Coal snaps back from strike to meet rising 

consumption (ES) 

DOE predicts rise in coal consumption during 

1981 (News) 

Israeli imports (News) 

NCA revises annuai coal predictions (News) 
Nov 17 

NCB’s Ezra warns Europeans to keep coal 

options (News) 

New German forecast sees U.S. as major 

coal supplier (News) 

New horizon looms for lignite 

New utilities will need 396 million tpy of coal 

by 1988 (News) 

Photosimulations portray future mining 


Polish coal (News) 

Queensland record (News) 

South Africa foresees large gains in coal 

production (News) 

Southern Co. buyer predicts rise in coal 

prices (News) 

Steam coal imports (News) .... 

Utah coal growth (News) 

World steam coal demand will soar (News) 
Jun 48 

Foremen,see Management 

France 

ATIC deal (News) 

Europe prepares its ports for coal.... Nov 70 

Talks with N&W (News) 

GAO, see General Accounting Office 

Gas, see Natural gas 

Gasification, coal, see also Coal conver- 

sion 

Arco will run more tests of underground 

gasification (News) 

Brazil lifts production (News) 

Coal CAT scanner (News) 


D’Appolonia award (News) 
Energy parks burn coal efficiently 
Federal court ruling threatens Great Plains 
synfuel project (News) 

Great Plains plan (News) 

Great Plains project appears doomed 


Mar 49 


Great Plains project back on track (News) 


Loans sought for plant (News) 
Memphis gives up on DOE funds for plant 


New Sasol plant (News) 
North Dakota hosts first SNG plant ..May 86 
Plants in Germany (News) 
TVA gasifier start-up delayed again (News) 
Sep 17 
TVA’s project up to Congress (News) 
Feb 32 
Two more partners sign up for Panhandle 


Westinghouse test (News) 
Westinghouse trigeneration study (News) 
Feb 49 
Wyoming plant planned (News) Jun 53 
General Accounting Office (GAO) 
Sees room for improvement in coal mine 
productivity (News) 
Tells DOES to shape up synfuels (News) 
Apr 41 
Germany, see West Germany 
Government, see also Bureau of Mines; 
Laws and legislation; Mine Safety and 
Health Administration; Regulations 
federal 
Administration tells C&NW to secure private 
funds (News) 
Approves Western coal search (News) 
Jul 29 
Black lung program may go into red (WS) 
Mar 11 
Ceiling for severance taxes (E) Sep 370 
Coal needs coherent policy, not passionate 
inflexibility (E) 
Congress return to stack of coal-related leg- 
islation (News) 
Conservative Republican senators force Watt 
to make tough choice (WS) 
DOI review may reopen Western lands (WS) 
Jul 9 
Ends IEA fluidized bed funds (News) .Jun 29 
Federal-local cost sharing proposed for port 
dredging (WS) 
Future of coal leasing lies with Reagan 
administration (WS) 
Future of TVA’s coal gasification project up 
to Congress (News) Feb 32 
Many Synfuels Corp. applicants will drop 
fund requests (News) 
Mining schools fear effects of federal budget 
reductions (News) 
New DOI program: Watt's my line (WS) 
Mar 9 
New White House may rethink DOE (WS) 
Feb 9 
For President Reagan, an unenviable task 


Reagan administration's position on Clean 
Air Act yet to be seen (WS) 
Reagan cuts MHD funds from budget 


Reagan fields a pro-mining regulatory team 


Reagan supports leasing of federal coal 

lands by railroads (WS) 

Reagan taps Noble and Schroeder to scaled- 

down Synfuels Corp. (WS) 

Reagan transition team’s report critical of 

TVA policies (News) 

Reagan's budget includes cuts for synfuels, 

coal reseach (News) 

Research and development projects paying 

off in 1981 

Research Council backs Reagan approach 

to strip mining (News) 

Saving money the hard way (E) Mar 216 

Scotia disaster survivors reach settlement 

with government (News) 

Synfuels Corp. takes first steps (WS) ..Oct 9 

Synfuels Corp waiting, still waiting, in wings 
Aug 13 

UMW combats Reagan on black lung cuts 


U.S. court dismisses suit against Land Policy 
Act (Legal) 

U.S. drops SRC Il (News) 

U.S. not guilty in miner’s death (Legal) 


U.S. wins suit (News) 

Washington may find way for Great Plains to 
produce syngas (WS) 

Washington Scene 

Watt predicts more land will be leased for 
coal mining (News) 

Watt wins praise as he pares surface mining 
regulations (WS) 

White House and two states form task forces 
on coal! exports (WS) 

state 

Court supports operator on mine safety 
enforcement (Legal) 

Lawsuits block state surface mine plans 


MSHA will permit states to provide mine 
rescue techniques (News) 

N&W prefers Port Authority to Massey 
(News) 

Reorganization of OSM to cede power to 
states (News) 

Rockefeller orders cut (News) 

Sagebrush rebels lose Colorado vote 


White House and two states form task forces 
on coal exports (WS) 
Great Britain 
Aids India (News) 
Buys Pennsylvania coal rights (News) 

May 55 
Coal Board lists huge losses (News) Sep 45 
Coal Board’s Ezra warns Europeans to keep 
coal options (News) 
Contracts with Brazil (News) 
Expects to see gains in coal exports during 
1981 (News) 
Exports coke (News) 
Improves its coal preparation 
Joins with Germany to mine in Colombia 


Mine sales (News) 
Mine union seeks 23.7% annual pay hike 
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(News) 
Miners get pay raise (News) 
Mineworkers push for restrictions on coal 
imports (News) 
Power Board ends coal imports until spring 
(News) 
Settles strike, will subsidize coal industry 
further (News) 
Stockholders foresee doubling of coal prices 
by 1990 (News) 
Teams of shovels strip Welsh coal...Apr 160 
Technical advice to Sweden (News)... Jul 57 
Two-headed mighty mole rips out record 
Jun 121 
Gulf Coast 
Leads lignite production 
Slurry planned (News) 
TU pioneers reclamation 
Haulage, see alsoCars; Conveyors; Pipe- 
lines; Railroads; Trucks and trucking; 
Water transport 
Analyze haul truck cost wisely Mar 70 
Coal transportatin bills may move when con- 
gress returns this fall (WS) 
Coal transportation system based on electric 
rails (News) 
Cordero set to move 24 million tpy .. Mar 62 
CSX completes short-cut connection, cuts 
coal haul rates (News) 
Extend life of tracks and undercarriages 
(Maint) 
Independent coal hauler not eligible to join 
UMW (Legal) 
N&W loading (News) 
Operators fight face haulage delays Feb 126 
Stacker speeds coal recovery 
Wire power aids trucks haulage 
Health, see also Black lung disease; 
Noise; Safety 
Black lung: a second opinion Sep 104 
Coal health and safety issues move to front 
burner in Congress (WS) 
Court rules UMW two-tier survivor health 
plan illegal (Legal) 
Job stress touches the mind (E) 
NIOSH warns of dangers to workers in coal 
liquefaction (WS) 
Sampler measure miners’ exposure to diesel 
exhaust (DtW) 
Warning: chewing tobacco and snuff may be 
hazardous, too 
Hydraulics 
Air system takes rock to surface 
Arch Mineral’s versatile BWE’s 
Fire-resistant hydraulic fluid combines safety 
with cost savings (DtW) 
Hydraulic shovel offers guarantees ..Jan 128 
Idaho 
Court backs ruling against national forest 
dredging (Legal) 
IEA, see International Energy Agency 
Illinois 
Coal power (News) 
Environmentalists challenge Watt (News) 
Sep 41 
High-sulfur coal to Spain (News) Aug 43 
Kerr-McGee, UMW square off (News) Oct 12 
Mine idled (News) 
Operators buy refuse to extract coal 
Sep 128 


Mar 80 


Illinois Coal Association (ICA) 
Sues OSM (News) 
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india 
Coal discovery (News) 
Coal expansion (News) 
Pact with USSR (News) 
Turns to lignite (News) 
U.K. aid (News) 
Indiana 
Kerr-McGee sued by UMW for anti-trust hir- 
ing (News) 
Indonesia 
Coal plans (News) 
Exports (News) 
Sumatra mine (News) 
Industry Events 
Injuries, see Accidents 
Inspection, see Mine inspection 
Interior Department, see Department of 
Interior 
International, general, see also individual 
countries by name 
Egyptian coal interest (News) 
Foreign coal ports expand capacityMay 110 
Montana trade ban lifted (News) Jun 53 
Overseas coal customers view U.S. strike 
with composure (News) 
Safety symposium (News) 
Steam coal imports (News) 5s 
International Energy Agency (IEA 
Lack of confidence hinders capital invest- 
ment for coal (News) 
Pushes oil-to-coal conversions (News) 

Jun 48 
U.S. government ends fluidized bed funds 
(News) 
Interstate Commerce Commission (ICC) 
Ends Burlington Northern’s Powder River 
Basin monopoly (News) 
Looks at rail rates for export coal (WS) 

Oct 9 

N&W asks ICC to deregulate exports (WS) 


Israel 

Buys U.S. coal (News) 

Coal importing company (News) 

Coal-oil mixture effort (News) 

Conversion proposed (News) 

Hadera coal terminal (News) 

Heat center (News) 

Imports (News) 

Imports from British (News) 

Investments in U.S. (News) 

New port at Ashdod (News) 

Next power station site changed (News) 
Sep 53 

Overhauls port system for conversion to coal 


South Africa No. 1 coal supplier (News) 


Italy 

Buys coal (News) 

Coal plant sales (News) 

Jamaica 

Kingston conversion (News) 

Japan 

Australia may raise coking coal prices 


Australia raises coking coal prices (News) 
Jul 57 
Australia sets coking coal prices (News) 
Oct 57 
Australian Broken Hill contracts (News) 
Mar 53 


Develops coal with China (News) ..... Sep 53 


Drops SRC Il (News) 

Forty-two die in coal mine disaster (News) 
Nov 15 

Imports Canadian met coal (News) ...Apr 57 

Marubeni Corp. studies Utah coal (News) 
Feb 53 

Mitsubishi builds power plant in Chile 


Threatens Newcastle (News) 
Turns away from Australia for coal (News) 


U.S. gains (News) 

U.S. wharf (News) 

Utilities help Alaskan firm develop Beluga 
coal (News) 

Utilities pledge aid to WESTPO study 


Will pull SRC II plug (WS) 

Kentucky 

Champion leases property (News).... Nov 37 
Coal Age Conference: dollar-saving strate- 
gies in spotlight 

Coal Conference readies program.... Sep 92 
Costs of cheap TVA coal run high.... Nov 76 
Group pens synfuels guide (News; ....Oct 45 
Investors buy mine (News) 

Italy buys coal (News) 

Louisville set for "81 Coal Show Oct 105 
1978 strike repiay: confrontations (News) 


Plant delayed (News) 

Questions National Coal Exchange tactics 
(News) 

Sasol test coal (News) 

Short resigns from OSM regional office 


Surface plan (News) 

UMW District 23 race draws national atten- 
tion (News) 

UMW reverses trend, wins Kentucky vote 


World Coal Center (News) 

Korea, see South Korea 

Labor, see also Management; United Mine 
Workers 

All miners with inspectors entitled to walk- 
around pay (Legal) 

In Appalachia, every day is Independence 


Britain’s mine union seeks 23.7% annual pay 
hike (News) 

British mineworkers push for restrictions on 
coal imports (News) 

British settle strike, will subsidize coal indus- 
try further (News) 

Firing of worker for threats approved (Le- 
gal) 

Following the Mapco lead (F)..........0ct 300 
Indepedent coal hauler not eligible to join 
UMW (Legal) 

Job stress touches the mind (E).... June 230 
Kraska, Gorka sworn in as UMW officers 


Labor orders reinstatement of fired coal mine 
foreman (Legal) 
Miner fired for stoppage gets no jobless 
benefits (Legal) 
Miner loses pension claim because of non- 
UMW work (Legal) Oct 163 





Miner with non-mine injury qualifies for UMW 

disability (Legal) 

Miners’ suit on citations dismissed (Legal) 
Nov 120 

NLRB tells operators to recognize UMW (Le- 

gal) 

No jobless pay for devout worker (Legal) 


Polish production (News) 
Polish soldiers (News) 
Reward offered by Paramount (News) 


Safety symposium (News) 

Stansbury layoffs (News) 

Striking miner wrongfully discharged (Legal) 
Jul 157 

UMW, BCOA talks start as deadline nears 


Women endure job-related sexual abuse 
Aug 80 

Women miners charge Consol ran own peep 

show (News) 

Laws and legislation, see also Court 

Actions, Regulations, Legal Scene 

Anti-pollution law applies even if cause pred- 

ates Act (Legal) 

Chapter XI is no shelter from environmental 

law (Legal) 

Coal country legislators try to make it easier 

to switch to coal (WS) 


Coal transportation bills may move when 

Congress returns this fall (WS) 

Congress moves to avoid 1990 natural gas 

phase-out for utilities (WS) Sep 11 

Congress returns to stack of coal-related 

legislation (News) 

Fight over Western severance taxes will con- 

tinue in Congress (WS) 

Lobbyists begin push to remove restrictions 

on natural gas (WS) 

Slurry proponents work in Congress to 

unclog legislative pipeline (WS) 

Tax Act recovers more dollars 

Leasing, see Coal leasing 

Legal, see Court actions 

Legal Scene 

Jan 141; Feb 163; Mar 125; Apr 177; May 

167; Jun 125; Jul 157; Aug 105; Sep 1465; 
Oct 163; Nov 120; Dec 105 


Dec 68 


Lignite 

Australian mining (News) 

Brown gold for America (E) 
Development by Sabine Mining (News) 


Indian lignite (News) 

New horizon looms 

New Yugoslav mine (News) 

Tennessee tests suggest synfuel potential 


Tunisian reserves (News) 

Liquefaction, see also Coal conversion 
Dow mini-plant (News) 

Fluor plant cited (News) 

Large diesel engine operates successfully on 
pure coal liquid (DtW) 

NIOSH warns of dangers to workers in coal 
liquefaction (WS) 

Southern Co. gets funds for SRC-1 tests 


SRC Il dies and other synfuels projects are 
on critical list (WS) 
U.S., Germany and Japan drop SRC Il 


West Germany still wavers on SRC-2 plant 
commitment (News) 

Wyoming plant planned (News) Jun 53 
Loading machines, see Deep mining; 
Machinery 

Locomotives, see Railroads 

Longwall, see Deep mining; Machinery; 
Mining methods 

Lubrication 

Proper lubrication essential for wire rope 


Machinery, see also Equipment Guide, 
Equipment News and individual items 

AC and DC work together to spot flaws in 
wire rope (DtW) 

Archless bucket increases dragline output 


Electronic aids boost dozer output..Jun 110 

Equipment maker must pay damages for lost 

leg (Legal) 

Equipment tips for engine efficiency (Maint) 
Nov 134 

Flat cuts assured in longwall mining system 


Hope dims for SHD trailing cable ... Sep 119 
How to protect draglines frum fire (Ol) 

Apr 168 
Magic-wand device spots cable flaws before 
they become killers (DtW) 
MSHA develops new procedure for faster 
approvals (DtW) 
Operator sues manufacturer for losses (Le- 


Operators fight face haulage delays Feb 126 
Proper lubrication essential for wire rope 


Pumping out the water from a mine. Dec 83 
Reducing size of ROM coal 
Rock pickers take on mining jobs Jul 92 
Safer ways to jump batteries (Ol)... Sep 135 
Scooptram manufacturer not liable for min- 
er’s death (Legal) 
Scraper use picks up steam 
Screens convert fines into profits.... Feb 121 
Screens save 30 tph from underflow 

Mar 111 
SHD cable delivers high voitages...... Jul 138 
Sideboard device improves face ventilation 


Stacker speeds coal recovery 
Two-headed mighty mole rips out record in 
Britain (DtW) 
West Virginia equipment firms sold to Dob- 
son Park Industries (News) 
Wider choice of large drills offered ....Jan 95 
Winning the battle against gravity ...Oct 138 
Wire power aids truck haulage 
Magnetohydrodynamics (MHD) 
Reagan cuts funds from budget (News) 

Jun 19 
Maintenance 
Cooling protection begins with maintenance 
(Maint) 


Daily maintenance aids crawler performance 
CIMEUING) ec ccssacdethccehizacetieceeseacscaziestess Mar 147 
Equipment tips for engine efficiency (Maint) 

Nov 134 
Extend life of tracks and undercarriages 


Oil conservation program cuts costs (Maint) 


Jun 133 
Practical approach to better fuel economy 


Proper lubrication essential for wire rope 
Oct 175 
Management, see also Labor 
Following the Mapco lead (E) 
Foreman training (News) 
Labor orders reinstatement of fired coal mine 
foreman (Legal) 
Managers spur productivity gain Dec 55 
Materials management means dollars 
Apr 137 
Needed: more voices for coal (E)... Feb 250 
NLRB tells operators to recognize UMW (Le- 


Manufacturers 

Jan 207; Feb 232; Mar 195; Apr 297; May 

233; Jun 205; Jul 235; Aug 161; Sep 343; 
Oct 261; Nov 197; Dec 181 

MARC, see Mining and Reclamation 

Council of America 

Marketing, see also Exports, Sales 

Coal eyed for futures trading 

Export market key to Illinois Central Gulf 

Coast plans (News) 

Kentucky, others question National Coal 

Exchange tactics (News) 

Management team could save export mar- 


Mapco Coal keeps right on growing..Oct 64 

Mapco, tough competitor in marketplace 
Oct 87 

Methacoal’s inventor sees Alaskan potential 


Reagan’s man in Commerce stirs interest in 
coal export market (WS) 

Threat of UMW strike distorts production and 
markets (ES) Apr 61 
U.S. could improve Dutch share of coal mar- 
ket with terms (News) 

Maryland 

Mapco, others leave Pittston alone in Balti- 
more port project (News) 

Port plan (News) 

Meetings, industry, see also Conventions 
Coal Conference: dollar-saving strategies in 
spotlight 

Coal Conference readies program.... Sep 92 
Louisville set for "81 Coal Show Oct 105 
Mergers, see also Acquisitions; “Compa- 
ny Index”; Expansions; Sales 

Socal backs off (News) 

Metallurgical coai, see Coke and coking 
Methacoal 

Inventor sees Alaskan potential (News) 


Methane 

Canadian sales (News) 

Fail-safe system controls mine-methane 
pipelines (DtW) 

Yugoslav explosion (News) 

Mexico 

Coal finds (News) 

First large coal-fired plant (News) 
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Mimosa flourishes (News) 

MHD, see Magnetohydrodynamics 

Mine cars, see Haulage 

Mine inspection 

All miners with inspectors entitled to walk- 

around pay (Legal) 

Colorado changes (News) 

Inspector arrested (News) 

Inspectors not liable in miner death (Legal) 
Sep 145 

Supreme Court to hear case against MSHA 

inspections (Legal) 

Warrants not needed (Legal) 

Mine rescue techniques 

Another delay given on self-rescuers (News) 

Apr 21 

Court rejects Consol bid for 30-minute self- 

rescuer (News) 

Industry wins reprieve on deadline for self- 

rescuers (News) 

MSHA will implement self-rescuer rules in 

June (News) 

MSHA will permit states to provide Mine 

rescue services (News) 

Operators ordered to install self-rescuers 

(News) 

Postponement on self-rescuers is upheld 


Self-rescuer approved (News) 
Self-rescuers delayed as deadline passes 
(News) Aug 15 
Mine Safety and Health Administration 
(MSHA) 
Another delay given on self-rescuers (News) 
Apr 21 
Concurs with TVA on safety reports (News) 
Feb 27 
Court rejects Consol bid for 30-minute self- 
rescuer (News) 
Court supports mine closure (Legal) 
May 167 
Develops new procedure for faster equip- 
ment approval (DtW) 
Industry wins reprieve on deadline for self- 
rescuers (News) 
Operators ordered to install self-rescuers 


Self-rescuer approved (News) 
Self-rescuers delayed as deadline passes 


Supreme Court to hear case against inspec- 
tions (Legal) 
Will implement self-rescuer rules in June 


Will permit states to provide mine rescue 
services (News) 

Mines 

Black lung insurance rates will increase for 
operators (News) 

Business interruption policy doesn’t cover all 
losses (Legal) 

Companies invite spate of takeover actions 


Computers speed mapping 

Contractor awarded judgment for unexpect- 

ed hard work (Legal) 

East, Midwest mines spur Mapco’s success 
Oct 73 

GAO sees room for improvement in produc- 

tivity (News) 
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Maierials management means dollars 
Apr 137 

Photosimulations portray future mining 

Jul 88 
Mining and Reclamation Council of 
America (MARC) 
Attacks SEC proposal for coal data (News) 

Feb 17 
Searches for new leadership, more members 


Mining methods, see also Conveyors, 
Deep mining; Surface mining 
Archless bucket increases dragline output 


Computer-generated drawings help improve 
dragline efficiency (DtW) Jan 136 
Empire Energy can mine in five seams 

Oct 125 
Empire expands on its 15% pitch....Oct 124 
Haulback aids twin draglines 
Modular plant: on stream in a hurryMay 104 
Operators fight face haulage delays Feb 126 
Overall mine-monitor system (Ol)... Feb 155 
Teams of shovels strip Welsh coal...Apr 160 
Three innovations at C&K Coal Sep 82 
Mining rights 
Operator owes damages to coal owner (Le- 
gal) 
Supreme Court will review Lapse law 

Jun 125 
Missouri 
AMC centers 1981 coal convention in St. 


Montana 
Chicago company enters coal market via 
Powder River Basin (News) 
Support gains for larger coal land leases in 
Powder River region (WS) 
Trade ban lifted (News) 
Motors, see Equipment Guide; Power 
supply 
MSHA, see Mine Safety and Health 
Administration 
National Coal Association (NCA) 
Attacks SEC proposal for coal data (News) 
Feb 17 
Projects 1981 drop in coal exports (News) 
Mar 19 
Releases 1980 coal statistics (News) Jan 45 
Revises annual coal predictions (News) 
Nov 17 
National Mine Service (NMS) 
Pays woman coal miner in injury case 


Native Americans 

Crow Indians win suit on severance tax (Le- 
gal) Oct 163 
Navajo tribe wins right to oversee own coal 
mines (News) 

Natural gas 

Congress moves to avoid 1990 natural gas 
phase-out for utilities (WS) 

Lobbyists begin push to remove restrictions 
(WS) 

1990 natural gas restrictions for utilities may 
be repeated (WS) 

NCA, see National Coal Association 
Netherlands 

Europe prepares its ports for coai.... Nov 70 
U.S. could improve Dutch share of coal mar- 


ket with terms (News) 
U.S. sells superheat (News) 
New Source Performance Standard 
(NSPS) 
Utilities may clean coal to meet NSPS 
Jan 57 
Will NSPS end coal washing?............ Jan 63 
New Zealand 
Exports (News) 
Prospects (News) 
Synfuels (News) 
NMS, see National Mine Service 
Noise 
BOM pinpoints safe levels (DtW).... Feb 159 
Control methods protect dozer operator 
May 161 
North Carolina 
Coal moves through Morehead City Sep 113 
North Dakota 
Hosts first SNG plant 
Lignite output grows steadily 
NSPS, see New Source Performance 
Standard 
Nuclear power 
Komanoff study favors coal-fired power 
plants over nuclear (News) 
South African nukes (News) 
Office of Management and Budget 
(OMB) 
Coal programs used in political maneuvering 
(WS) 
Office of Surface Mining (OSM) 
Denver OSM employees lose lawsuit (News) 
Nov 19 
DO! plans for OSM anger environmental 
organizations (News) 
DOI reviews OSM rules and regulations 


Is constitutional (Legal) 

Prep plant exempt from inspections (News) 
Jul 32 

Reorganization to cede power to states 


Short resigns from Kentucky office (News) 
Jun 29 

Sued by Illinois Coal Association (News) 
Feb 27 

Warns Oklahoma to develop plan for surface 

mining regulation (WS) 

Watt’s influence shapes OSM programs 


Watt’s reorganization efforts continue to 
draw fire (WS) 
Western states critical of plans (News) 
Jul 21 

Oil and oil shale 
Caltex Oil Australia will sell steaming coal to 
Nippon Oil (News) 
Conservation program cuts costs (Maint) 

Jun 133 
Getty ships steam coal (News) Jan 49 
Gulf Oil joins with Republic Steel to develop 
coal lands (News) 
Mobil Research and Development synfuel 
project funded by DOE (News) 
Occupational Petroleum synfuel project 
funded by DOE (News) 
Oil-coal slurry (News) 
Phillips Petroleum emerges as Gulf Coast 


Practical approach to better fuel economy 
(Maint) 





Socal backs off from Amax merger (news) 
Jun 53 

SOHIO buys U.S. Steel coal reserve (News) 
Jan 41 

Standard of Indiana buys Harbert Coal 


Oklahoma 
Oklahoma Gas & Electric converts (News) 
Jun 53 

OSM warns Oklahoma to develop plan for 

surface mining regulation (WS) 

OMB, see Office of Management & 

Budget 

Open pit mines, see Surface mining 

Operations, see Mines; “Company in- 

dex” 

OSM, see Office of Surface Mining 

Output, see Production 

Overburden preparation, see Surface 

mining 

Pennsylvania 

Miners reject incumbents (News) Jul 29 

White House and two states form task forces 

on coal exports (WS) 

Pensions, see Retirement 

People 

Jan 161; Feb 171; Mar 135; Apr 193; May 

179; Jun 136C; Jul 170; Aug 121; Sep 159; 
Oct 178; Nov 143; Dec 113 

Philippines 

Builds coal barge fleet (News) 

Coal demand (News) 

Coal-grinding plant (News) 

Port work (News) 

Semirara Coal Corp. buys new equipment 


Pipelines, see also Haulage 


Continental Resources contracts for slurry 


Slurry pipeline share (News) 

Slurry proponents work in Congress to 
unclog legislative pipeline (WS) 

Soviet slurry (News) 

Wallop favors slurry (News) 

Planning, see also Construction 

Chaco surface mine (News) 
Coal-to-gas-plant (News) 

Gulf Coast slurry (News) 

Haulback aids twin draglines 

Indonesia coal plans (News) 

Perceptive strategies win the game.. Sep 60 
Profit planning begins with mapping.. Jun 68 
Santa Fe begins to mine its coal lands 


Wyoming surface plans (News) 

Pneumatics, see Hydraulics 

Poland 

Coal forecast (News) 

Coal production slump (News) 

Decline in production (News) 

Exports steam coal to Germany (News) 
May 55 


Germans to fund Polish coal institute 


Production (News) 

Strike problems (News) 

Pollution, see Air pollution; Drainage; 
Environment; Water pollution 

Ports, see Water transport 

Power plants, see Utilities 

Power supply for equipment and mines 
Energy-efficient motors lead way Nov 82 
Hope dims for SHD trailing cable ... Sep 119 
Large diesel engine operates successfully on 
pure coal liquid (DtW) 

Sampler measures miner’s exposure to die- 
sel exhaust (DtW) 

SHD cable delivers high voltages 
Preparation, see also Machinery 
Blending coal with small computer... Jul 102 
Britain improves 

Cleaning coal magnetically proving economi- 


Jul 138 


Coal preparation ruled taxable as mantiifac- 
turing (Legal) 
Comparing two methods for removing sulfur 


Computer controls flow to cyclones .. Jun 90 
Costs of cheap TVA coal run high.... Nov 76 
Dewatering coal and refuse 
Improves utility efficiency 
Modular plant: on stream in a hurryMay 104 
Operators buy refuse to extract coal 

Sep 128 
Plant exempt from inspections (News) 

Jul 32 

Process recovers minus 0.5 mm coal 


Reducing size of ROM coal 

Research and development projects Feb 93 
Screens convert fines into profits.... Feb 121 
Screens save 30 tph from underflow 


Solar coal-drying grant (News) 
Test plant cleans with five circuits .... Jul 122 
Three innovations at C&K Coal 
Utilities may clean coal to meet NSPS 
Jan 57 
Will NSPS end coal washing? ............ Jan 63 
Winning the battle against gravity ...Oct 138 
Prices, see Economics 
Production 
AMAX has good year (News) 
China production off (News) 
Coal producticn rises despite sinking eco- 
nomic picture (ES) 
Coors coal (News) 
CWI turns adversity into prosperity. Feb 142 
GAO sees room for improvement (News) 
May 27 
Major American coal producers report per- 
formance (News) 
Mapco Coal keeps right on growing..Oct 64 
Mimosa flourishes (News) 
Mine monitoring can aid production and cut 


NCC takes dip into coal’s future 
NERCO coal (News) 

New coal capacity surges ahead Feb 98 
Open pit yields top U.S. tonnage Apr 68 
Poland: decline in production (News)Dec 11 
Reagan’s DOE-DOI team pushes production 
(News) 

Soviet shortfall (News) 

Strike beginning to take toll (ES) 

Threat of UMW strike distorts production and 
markets (ES) 


Jan 86 


Production statistics, coal 

Jan 45; Feb 37; Mar 33; Apr 63; May 61; Jun 

61; Jul 63; Aug 51; Sep 57; Oct 61; Nov 53; 
Dec 50 

Productivity, see Economics; Labor 

Puerto Rico 

Coal-fired plant ban lifted (News) 

Plant killed (News) 

Power plant stalled (News) 

Pumping, see Drainage; Equipment 

Guide; Preparation 

Purchases, see Sales 

Radio see Communications 

Railroads, see also Haulage 

Administration tells C&NW to secure private 


Coal transportation system based on electric 
rails (News) 
Colorado traffic jam (News) 
CSX completes short-cut connection, cuts 
coal haul rates (News) 
Danish warning (News) 
Export market key to Illinois Central Gulf 
Coast plans (Mews) 
Exporters file rail rate compiaint (News) 

Apr 25 
Hampton Roads seeks dismissal of N&W’s 
suit (News) 
ICC ends Burlington Northern’s Powder River 
Basin monopoly (News) 
ICC looks at rail rates for export coal (WS) 

Oct 9 

N&W asks ICC to deregulate exports, while 
shippers deride the rails (WS) 
N&W, French talks (News) 
N&W loadings (News) 
N&W prefers Port Authority to Massey 


Reagan supports leasing of federal coal 
lands by railroads (WS) 

Small shippers fear N&W plans for coal 
export (News) 

Union Pacific exports (News) 

Reclamation, see also Environment 
Electronic aids boost dozer output..Jun 110 
Guide for revegetation in Eastern U.S. Jul 76 
MARC searches for new leadership, more 
members (News) 

Mine act ruled constitutional in Tennessee 


Mountaintop converts to home sitesJan 124 
OSM is constitutional (Legal) Aug 105 
Photosimulations portray future mining 

Jul 88 
Rock pickers take on mining jobs 
Sweet reclamation (News) 
TU pioneers Gulf Coast reclamation 


Update 

Watt’s OSM reorganization efforts continue 

to draw fire (WS) 

West Virginia review board stacked (News) 
Jun 53 

Refuse disposal 

Automated plant cleans acid water May 129 

Carter bequeathed Reagan some problems 


Dewatering coal and refuse 
First flush reduces coal pile acidity... Nov 57 
Operators buy refuse to extract coal 

Sep 128 
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Residues from wastewater can stop acid- 
mine drainage (DtW) 

Scotia fined (News) 

West Virginia seeks membership in Compact 


Regulations, see also Clean Air Act, Court 

actions 

Another delay given on self-rescuers (News) 

Apr 21 

Carter bequeathed Reagan some problems 

(WS) 

Changing Presidency may change dust sam- 

pling rules (WS) 

Congress aims at making coal easier to mine 

and burn (WS) 

Court supports surface rule delay (Legal) 
Jan 142 

DO! reviews OSM rules and regulations 


Dust level standards 

EPA scenic area air rules challenged 

(News) 

Exports to offset high plant costs..... Sep 74 

Industry wins reprieve on deadline for self- 

rescuers (News) 

MSHA will implement self-rescuer rules in 

June (News) 

N&W asks ICC to deregulate exports, while 

shippers deride the rails (WS) 

National Steel Corp. pays penalty (News) 
Jul 53 

Operators may challenge notices of viola- 

tions (Legal) 

Operators ordered to install self-rescuers 


OSM warns Oklahoma to develop plan for 
surface mining regulations (WS) 
Postponement on self-rescuers is upheld 


Reagan fields a pro-mining regulatory team 
Apr 9 

Regulatory Council reports coal industry over 

regulated (News) 

Self-rescuers delayed as deadline passes 


Update on reclamation regulations..... Jul 68 
in Washington, more talk than action on 
Clean Air Act (WS) 

Watt wins praise as he pares surface mining 
regulations (WS) 

Watt’s on first, batting cleanup (WS) ..Jun 9 


Research, see also Coal conversion; Syn- 
thetic fuels from coal 

Acid rain study (News) 

Battelle burns coal (News) 

Coal analysis system will improve burning 
performance (DtW) 

Coal CAT scanner (News) 

Controversial dust-recording concept under 
development (DtW) 

D'Appolonia award (News) 

DOE Fossil Energy chief Mares will try to 
keep research money (WS) 

Fiber optics eyed for use in underground 
mine communication (DtW) 

Fireless coal generator avoids air pollution 


Mining schools fear effects of federal budget 
reductions (News) 

Program to teach future dragline operators 
will use three simulators (DtW) Aug 101 
Projects paying off in 1981 Feb 74 
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Reagan’s budget includes cuts for coal 

research (News) 

Research Council backs Reagan approach 

to strip mining (News) O 

Solar coal-drying grant (News) 

When research wanes, standards decline 
Nov 216 


Bulgarian coal riches (News) 

Coal looms large in China’s future...Jan 112 
In Colombia (Ne@WS; ...................ss0s000 Jun 57 
Colombian discovery (News) 

Colombian reserves (News) 

Government approves Western coal re- 
search (News) 

Indian discovery (News) 

Mexican coal finds (News) 

New horizon looms for lignite 

South African producers want coal exports 
raised (News) 

Tunisian lignite (News) 

U.S. Steel sells coal reserve to SOHIO 


Retirement, see also Benefits 
Funds fraud (News) 
High court to rule on UMW trust fund role 


Miner loses pension claim because of non- 
UMW work (Legal) 
UMW Fund gets royalties on non-union coal 


UMW ordered to reconsider pensioner’s 
claim (Legal) 
Reviews, see Statistics 
Rhodesia, see Zimbabwe 
River transport, see Water transport 
Roof support 
Chocks support bad top in Colorado 

Jun 100 
Computer program speeds structural analy- 
sis of protective canopies (DtW) .... Mar 123 
Expansion bolt teams with resin cartridges 
for better roof support (DtW) Nov 117 
Steel fibers in concrete boost roof support 


Systems aid workers 

Troika takes on pitching seam 

Russia, see U.S.S.R. 

Safety, see also Accidents; Disasters; 
Health; Mine rescue techniques 

AC and DC work together to spot flaws in 
wire rope (DtW) 

Another delay given on self-rescuers (News) 


Apr 21 
Clinchfield fined for falsified mine dust 


records (News) 

Coal health and safety issues move to front 

burner in Congress (WS) 

Computer monitors mine conditions. Aug 56 

Computer program speeds structural analy- 

sis of protective canopies (DtW) .... Mar 123 

Court rejects Consol bid for 30-minute self- 

rescuer (News) 

Court supports operator on mine safety 

enforcement (Legal) 

DO! establishes mine tire guidelines (News) 

Jul 45 

Eastover faces safety violation rap (News) 
Sep 29 

Eastover fined for violation (News) ....Oct 19 

Expansion bolt teams with resin cartridges 


for better roof support (DtW) Nov 117 
Fail-safe system controls mine-methane 
pipelines (DtW) 

Fire-resistant hydraulic fluid combines safety 
with cost savings (DtW) 

Garden sprayer sprays conveyor belts safely 


Hope dims for SHD trailing cable ... Sep 119 
How to prevent loader rollovers Dec 62 
How to protect draglines from fire (Ol) 
Apr 168 
Industry wins reprieve on deadline for self- 
rescuers (News) 
International symposium (News) 
Invisible gas traces effectiveness of mine’s 
ventilation system (DtW) 
Magic-wand device spots cable flaws before 
they become killers (DtW) 
Miners’ suit on citations dismissed (Legal) 
Nov 120 
MSHA will implement self-rescuer rules in 
June (News) 
NIOSH warns of dangers to workers in coal 
liquefaction (WS) 
Operators may challenge notices of viola- 
tions (Legal) 
Operators ordered to install seif-rescuers 


Pre-shift belt inspections endorsed in West 
Virginia (Legal) 

Roof support systems aid workers...Apr 148 
Safer ways to jump batteries (Ol)... Sep 135 
Self-rescuer approved (News) 

Self-rescuers delayed as deadline passes 


TVA, MSHA concur on reports (News) 

Feb 27 
West Virginia bill passed (News) Jul 53 
Sales, see also Acquisitions, “Company 
Index”; Expansions; Exports; Marketing; 
Mergers 
Ashland sale (News) 
Blue Diamond Coal Co. moves into direct 
export sales (News) 
Coal Creek Mining Co. purchased by Farley 
Industries (News) 
Getty buys Energy Fuels Corp. (News) 


Getty buys mine (News) 

Investors buy Kentucky mine (News).. Jul 53 
Kaneb takeover (News) 

Kentucky, others question National Coal 
Exchange tactics (News) 

Mapco Coal keeps right on growing..Oct 64 
Mapco, tough competitor in marketplace 


Patrick purchase (News) 
Standard of Indiana buys Harbert Coal 


U.C. coal for sale (News) 
U.S. Steel sells coal reserve to SOHIO 


Scrapers, see Equipment Guide; Surface 
mining 
Screens and screening, see Preparation 
Security and Exchange Commission 
(SEC) 
Carter bequeathed Reagan some problems 
(WS) Feb 9 
NCA and MARC attack proposal for coal 
data (News) 





SFC, see Synthetic Fuels Corporation 
Ships, see Water transport 

Shortwall mining, see Deep mining 
Shuttle cars, see Equipment Guide; Haul- 


age 

Slurry pipelines, see Pipelines 

Smoke, see Air pollution 

South Africa 

Botswana coal sales (News) 

Coal earnings set record (News) 

Coal for Iscor (News) 

Export profits diminished by sagging dollar 
(News) 

Fluor plant cited (News) 

Foresees large gains in coal production 


Israel’s No. 1 coal supplier (News) ... Nov 49 
New Sasol plant (News) 
Nuclear power (News) 
Process recovers minus 0.5 mm coal 

Apr 116 
Producers want coal exports raised (News) 


Sasol mine work (News) 
Sasol study (News) 
Sasol test coal from Kentucky (News) 
May 55 
Transvaal hikes coking coal price to Japan 


South Korea 
Buys steam coal from Northern Coal Co. 


Negotiates with Swaziland (News) 

Plans Alaskan mine (News) 

Seoul owners (News) 

Test burn of Alaskan coal (News) 

Southern Labor Union (SLU) 

Poses big problem for UMW (News) Aug 53 

Soviet Russia, see U.S.S.R. 

Spain 

Buys Illinois high-sulfur coal (News).. Aug 43 

Buys U.S. coal (News) 

Coal investments (News) 

Government cash withheld (News) ... Nov 49 

Hunosa redone (News) 

Imports boilers (News) 

Krupp conveyors (News) 

Proposed cutbacks (News) 

Stockpiles planned (News) 

Sprays, dust allaying, see Dust; Prepara- 

tion; Safety 

State government, see Government, 

state 

Statistics, coal; see also Production sta- 

tistics, coal 

NCA releases 1980 coal statistics (News) 
Jan 45 

NCA revises annual coal predictions (News) 
Nov 17 


Jan 53 


Steam coal 

Aussie O.K. for new mine (News) 

Eyed for futures trading 

Getty ships steam coal (News) 

International imports (News) 

Mapco Coal keeps right on growing..Oct 64 
New Zealand exports (News) 

Northern Coal Co. begins sales to Korea 


Taiwan buy (News) 
U.S. exports to Europe will stabilize in 1981 


U.S. to supply world (News) 
World demand will soar (News) 


Stoppings, see Ventilation 

Strike(s) 

Beginning to take toll (ES) 

Drags into third month (News) 

1978 strike replay: confrontations in Eastern 
Kentucky (News) 

Overseas coal customers view U.S. strike 
with composure (News) 

Pierce Coal turns to Chapter XI (News) 


Polish problems (News) 
Pretty penny (News) 
Second ratificiaton vote ends UMW strike 


Some sunshine after the storm (ES)... Jul 62 
Striking mine workers wrongfully discharged 


Striking while the economy is lukewarm 
(ES) : May 59 
Supreme Court won't review ruling against 
UMW strike (Legal) 

Thinking on the picket line (E) 

UMW strikes Peabody (News) 

Unionized anthracite miners reject tentative 
agreement (News) 

U.S. Court absolves UMW of blame in wild- 
cat (Legal) 

Strip mining, see Surface mining 

Sulfur 

Acid rain study (News) 

Boilers convert to high-sulfur coal (News) 


Cholla scrubbers (News) 

Comparing two methods for removal 
(News) 

Illinois high-sulfur coal to Spain (News) 


Swedish dry scrubber (News) 

Surface mining, see also Machinery; Min- 

ing methods 

Closed circuit TV watches over mine (Ol) 
Oct 159 

Court backs ruling against national forest 

dredging (Legal) 

Court supports surface rule delay (Legal) 
Jan 142 

Electronic aids boost dozer output..Jun 110 

Haulback aids twin draglines Nov 100 

How to prevent loader rollovers 

Kentucky plan (News) 

Lawsuits block state surface mine plans 


Mines take on explosive casting 

Mountaintop converts to home sitesJan 124 

Open pit yields top U.S. tonnage Apr 68 

OSM warns Oklahoma to develop plan for 

surface mining reguiation (WS) 

Research and development projects Feb 89 

Research Council backs Reagan approach 

to strip mining (News) 

Residues from wastewater can stop acid- 

mine drainage (DtW) 

Scraper use picks up steam 

SHD cable delivers high voltages 

Strip limit law stands in Tennessee (News) 
Mar 23 

Strip mining company wins suit to recover 

expenses (Legal) 

Surface Mining Control and Reclamation Act 

upheld in Tennessee (Legal) Feb 163 

Warrants not needed for inspections (Legal) 


Jan 141 
Watt wins praise as he pares regulations 
May 9 
West Virginia review board stacked (News) 
Jun 53 
Swaziland 
Negotiates with Korea (News) 
Sweden 
Dry scrubber will be installed (News) Mar 53 
Signs agreement for British advice (News) 
Jul 57 
Synthetic Fuels Corporation (SFC) 
Democrats prepare to fight for synfuels 


Jan 53 


Loans sought for gasification plant (News) 
Apr 21 
Many applicants will drop fund requests 


Reagan taps Noble and Schroeder to scaled- 
down Corp. (WS) 

Reviews fund requests (News) 

Synfuels deal dead (News) 

Takes first steps (WS) 

Waiting, still waiting in wings (WS) ... Aug 13 
Synthetic fuels from coal 

Amax helps finance Coaliquid, Inc. (News) 


Big future (News) 
Deal dead (News) 
Democrats prepare to fight for synfuels 


DOE to fund more synfuel projects (News) 
Jan 27 

Federal court ruling threatens Great Plains 

synfuel project (News) 

GAO tells DOE to shape up synfuels (News) 
Apr 41 

Germany and Japan will pull SRC Il plug 


Great Plains coal gasification project ap- 

pears doomed (News) 

Great Plains plan (News) 

Great Plains project back on track (News) 
Jul 25 

Hampshire Energy seeks permit for Gillette 

synfuel plant (News) 

Japanese and Germans wait for U.S. lead on 

SRC II project (News) 

Kentucky group pens synfuels guide (News) 


New Sasol plant (News) 


New Zealand (News) 
Reagan gives synfuels half-breath of life 


Saving money the hard way (E) 
Southern Co. gets funds for SRC-1 tests 


in Sydney (News) 
Tests on Tennessee lignite suggest potential 
Mar 19 


Texas lignite will fire plants 
Three demonstration projects flunk first test 


Upper Colorado River basin seen as synfuels 
center (News) 
U.S., Germany and Japan drop SRC Il 


Washington may find way for Great Plains to 
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produce syngas (WS) 

West Virginia plans plant (News) 

Taiwan 

Coal industry revived (News) 

Coke deal with Canada (News) 

Steam coal buy (News) 

Taxes, see also Economics 

Appalachian absentee landlords pay minimal 
local taxes (News) 

Case plea (News) 

Ceiling for severance taxes (E) 

Coal mining county ordered to share sever- 
ance taxes (Legal) 

Coal preparation ruled taxable as manufac- 
turing (Legal) 

Coal tax shelter scam (News) 

Crow Indians win suit on severance tax (Le- 


Fight over Western severance taxes will con- 
tinue in Congress (WS) 

Queensland tax (News) 

Rebates to coal companies (News)...Oct 48 
Supreme Court will decide future of sever- 
ance taxes (WS) 

Tax Act recovers more dollars 

Wyoming audits (News) 

Tennessee 

Memphis gives up on DOE funds for coal gas 
plant (News) 

Strip limit law stands (News) 

Tests on lignite suggests synfuel potential 


Tennessee Valley Authority (TVA) 
Chairman Freeman says TVA will stay in coal 
business (News) 

Concurs with MSHA on safety reports 


Future of coal gasification project up to 
Congress (News) 
Gasifier start-up delayed again (News) 


Helps small operators 

Loses suit (News) 

Opening bid 

Paradise deliveries back TVA in corner 


Reagan transition team’s report critical of 
policies (News) 

Texas 

Lignite will fire synfuel plants 

Track, see Haulage 

Training, see also Education 

Foreman training (News) 

Grants for women (News) 

Program to teach future dragline operators 
will use three simulators (DtW) Aug 101 
Transportation, see Haulage 

Trucks and trucking, see also Haulage; 
Machinery 

Analyze haul truck costs wisely 

Haulback aids twin draglines 

Wire power aids truck haulage 

Tunisia 

Lignite reserves (News) 

Tunneling, see Deep mining 

TVA, see Tennessee Valley Authority 
UMW, see United Mine Workers 
Underground mining, see Deep mining 
U.S.S.R. 

Pact with India (News) 
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Soviet shortfall (News) 

Soviet slurry (News) 

Unit train, see Haulage 

United Kingdom, see Great Britain 

United Mine Workers (UMW) 

Absolved in strike against AMAX (Legal) 
Sep 145 

Anthracite miners ratify three-year contract 


y 
Christmas Club (News) 
Coal producer pulls out of BCOA to bargain 
with UMW (News) 
Combats Reagan on black lung cuts 


Company cleared in recognition dispute with 
UMW (Legal) 
Court rules two-tier survivor health plan ille- 
gal (Legal) 
Court upholds fine (Legal) 
District elections will alter bargaining council 
makeup (News) 
District 23 race in Kentucky draws national 
attention (News) 
Esselstyn breaks ranks with Church (News) 
Nov 13 

Ex-UMW exec may sue Miller (Legal) 

Nov 120 
Fund ordered to reconsider pensioner’s 
claim (Legal) 
High Court to rule on UMW trust fund role 


Loses two representation votes (News) 
Jun 15 

Miner loses pension claim because of non- 
UMW work (Legal) 
Miner with non-mine injury qualifies for UMW 
disability (Legal) 
Miner’s widow wins right to sue UMW to 
collect pension (Legal) 
Must pay anthracite pensioners (Legal) 

Jun 126 
NLRB tells operators to recognize UMW (Le- 


Retirement Fund gets royalties on non-union 

coal (Legal) 

Retirement funds fraud (News) 

Reverses trend, wins Kentucky vote (News) 
Oct 41 

Second ratification vote ends UMW strike 


Small SLU poses big problem (News) 
Aug 53 
Snafus mark start of protracted strike 


Strike drags into third month (News).Jun 13 
Strikes Peabody (News) 
Striking mine worker wrongfully discharged 


Sues Kerr-McGee for anti-trust hiring in Indi- 


ana (News) Dec 11 
Supreme Court won't review ruling against 


strike (Legal) 
Talks start with BCOA as deadline nears 


Thinking on the picket line (E) 
Threat of strike distorts production and mar- 


Unionized anthracite miners reject tentative 
agreement (News) 
U.S. Court absolves UMW of blame in wild- 
cat strike (Legal) 
Wins hearing on roof fall death (Legal) 
Apr 177 
U.S. Bureau of Mines, 
see Bureau of Mines 
U.S. Export-Import Bank, 
see Export-Import Bank 
Utah 
Coal growth (News) 
Coal producer pulls out of BCOA to bargain 
with UMW (News) 
Japanese come West (News) 
Underground coal fire idles Price River min- 
ers (News) 
Utilities 
Appeals Court leaves EPA standards for coal 
burning intact (WS) 
Brayton Point conversion advances (News) 


Brazilian steam plants (News) 

Chairman Freeman says TVA will stay in coal 
business (News) 

Cholla 4 online (News) 

Coal cars (News) 

Coal-fired plants (News) 

Coal prep improves efficiency 

Congress moves to avoid 1990 natural gas 
phase-out (WS) 

Illinois coal power (News) April 53 
Increase their federal coal lease acreage 


Italian coal plant sale (News) 

Japanese utilities help Alaskan firms develop 

Beluga coal (News) 

Kentucky plant delayed (News).. Oct 48 

Komanoff study favors coal-fired power 

plants over nuclear (News) 

May clean coal to meet NSPS 

Moon Lake power project given EPA air 

permit (News) 

New England utilities scrutinize coal. Nov 96 

New utilities will need 396 million tpy of coal 

by 1988 (News) 

1990 natural gas restrictions for utilities may 

be repeated (WS) 

Oklahoma Gas & Electric converts (News) 
Jun 53 

Omaha Public Power District buys coal from 

Exxon Coal USA (News) 

Paradise deliveries back TVA in corner 


Test plant cleans with five circuits .... Jul 122 

TVA falls short (News) 

TVA opening bid (News) 

Westinghouse test (News) 

Will NSPS end coal washing?............ Jan 63 

Utilization, see Coal usage, 

conversion to 

Ventilation, see also Air pollution 

Invisible gas traces effectiveness of mine’s 

system (DtW) 

Metal stoppings reduce air leakage...Apr 74 

Sideboard device improves face ventilation 
Mar 115 





Virginia 

Exports up (News) 

New York firm offers second site for Virginia 

coal port (News) 

Wages 

All miners with inspectors entitled to walka- 

round pay (Legal) 

Black lung victim entitled to new job, but not 

new pay (Legal) 

British miners get pay raise (News) ...Jan 25 

Washington Scene 

Jan 9; Feb 9; Mar 9; Apr 9; May 9; Jun 9; Jul 
9; Aug 9; Sep 9; Oct 9; Nov 9; Dec 9 

Water disposal, see Refuse disposal 

Water handling, see Drainage; Prepara- 

tion 

Water pollution, see also Environment 

Anti-pollution law applies even if cause pred- 

ates Act (Legal) 

West Virginia files suit (News) 

Water transport, see also Haulage 

Alabama port work (News) 

AOV buys coal docks (News) 

Aussie bulk carriers (News) 

Coal-fired ships (News) 

Coal-fired U.S. vessels (News) 

Coal moves through Morehead City Sep 113 

Coal port crisis will greet new Congress 


Coal transportation bills may move when 

Congress returns this fall (WS) 

Europe prepares its ports for coal.... Nov 70 

Federal-local cost sharing proposed for port 

dredging (WS) 

Foreign coal ports expand capacityMay 110 

Great Lakes move U.S. export coal...Oct 98 

Israel cvernhauls port system for conversion 

to coal (News) 

Mapco, others leave Pittston alone in Balti- 

more port project (News) 

Maryland port plan (News) 

Mississippi coal port work (News) .... Feb 49 

New port at Ashdod (News) 

New York firm offers second site for Virginia 

coal port (News) 

Pacific port (News) 

Philippine port work (News) 

Port of Quebec (News) 

Port Watch: Apr 25; May 25; Jun 37; Jul 33; 
Aug 27; Sep 28; Oct 21; Nov 21; Dec 11 

Tenn-Tom survives (News) 

U.S. Army Corps of Engineers river report 


U.S. Steel port study (News) 

U.S. wharf (News) 

Virginia coal dock plans (News) 

Western port work (News) 

West Germany 

Bergbau 81 aims at record show ....Apr 121 

Bergbau 81 draws record crowds .... Aug 83 

Briquettes (News) 

Drops SRC Il (News) 

Firm successfully adapts water jets to long- 

wall plow (DtW) 

To fund Polish coal institute (News) . Mar 39 

Gas plants to be built (News) 

Imports steam coal from Poland (News) 
May 55 

Joins with British to mine in Colombia 


Feb 53 


New German forecast sees U.S. as major 


coal supplier (News) 

Rheinbraun strikes deal with Consoi (News) 
Dec 11 

Still wavers on SRC-2 plant commitment 


Waits for U.S. lead on SRC Il project 
(News) 

Will pull SRC II plug (WS) 

West Virginia 

Conventional mining wins 18 ft of coal in one 


Court supports operator on mine safety 
enforcement (Legal) 
Partnership buys Terry Eagle Coal Co. 


Plans synfuels plant (News) 

Pollution suit (News) 

Pre-shift belt inspections endorsed (Legal) 
May 174 

Rockefeller orders cut (News) Jun 53 

Safety bill passed (News) 

Seeks membership in Hazardous Waste 

Compact (News) 

Strip mine questioned (News) Sep 49 

Surface mining review board stacked 


White House and two states form task forces 
on coal exports (WS) 

Wisconsin 

Slurry line to link West and Wisconsin 


Audits taxes (News) 

Hampshire Energy seeks permit for Gillette 
synfuel plant (News) 

Surface plans (News) 

Wallop favors slurry pipelines (News) Feb 41 
Water panel (News) 

Yugoslavia 

Methane explosion (News) 

Mine setbacks (News) 

New lignite mine (News) 

Zimbabwe 

Export-Import Bank of U.S. loan (News) 
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Airco Coals, Inc. 

Acquires Allied Coal (News) 

Alla-Ohio Valley Coal Co. 

Coal moves through Morehead City Sep 113 
Allied Coal 

Acquired by Airco Coals, Inc. (News) 


Amax Coal Co. 

Coal swap (News) 

Has good year (News) 

Helps finance Colaiquid, Inc. (News) Jun 53 
Open pit yields top U.S. tonnage 
Production and earnings in 1980 (News) 


Socal backs off (News) 
UMW absolved in strike against Amax (Le- 


American Electric Power Service Corp 
(AEP) 

Coal prep improves utility efficiency ..Jan 70 
Production and earnings in 1980 (News) 


Aminex Resources Corp. 
Kaneb takeover (News) 
AOV Industries Inc. 


Buys coal docks (News) 

Arch Mineral Corp. 

Electro-centers control conveyors 

Production in 1980 (News) 

Sweet reclamation (News) 

Versatile BWE’s 

Ashland Coal Inc. 

West German producer buys 25% (News) 
Jul 57 

Atlantic Richfield Coal Co. (Arco) 

New mine (News) 

Solar coal units (News) 

Will run more tests of underground gasifica- 

tion (News) 

Australian Coal Corp. Ltd. 

Ships coal to Sasol (News) 

Baukol-Noonan 

Is No. 3 Dakota lignite producer 

B.C. Coal Co. 

Seeks buyer (News) 

Bethlehem Mines 

Mine reopens (News) 

Production and earnings in 1980 (News) 
Apr 49 

Bethlehem Steel Co. 

Appeals Shonk Land Co. decision (News) 
Mar 49 

Blue Diamond Coal Co. 

Moves into direct export sales (News) 
Oct 29 

Bradford Coal Company 

Exports to offset high plant costs 

British Petroleum Co. (BP) 

Banks on strength of U.S. export coal 


Sep 74 


Revenue loss (News) 
Burns, R.L., Corp. 
Wins TVA suit (News) 
Caltex Oil Australia 
Will sell steaming coal to Nippon Oi! (News) 
Feb 53 
C&K Coal Co. 
Dragline computer improves control Apr 108 
Three innovations 
CF&L Steel Corp. 
Chocks support bad top in Colorado 
Jun 100 
Chaco Energy. Corp. 
Surface mine (News) 
Champion International Corp. 
Leases property in Kentucky (News) Nov 37 
Classic Coal Corp. 
Illinois mine idled (News) 
Coal Creek Mining Co. 
Sold to Farley Industries (News) 
Coastal States Energy Co. 
Winning bid on coal leases (News)... Nov 45 
Colorado Westmoreland Inc. (CWl) 
Turns adversity into prosperity 
Consolidation Coal Co. (Consol) 
Court rejects Consol bid for 30-minute self- 
rescuer (News) 
Goes global (News) 
Grants (News) 
Mines multiple Dakota lignite seams.May 99 
Plans anthracite mine (News) 


Rheinbraun strikes deal 

Women miners charge Consol ran own peep 
show (News) 

Cool Water Coal Gasification Program 
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DOE to fund synfuel project (News) ..Jan 27 
Coors Energy 

Begins production (News) 

Coal for beer (News) 

CSR Ltd. 

Poised to lead Australian coal producers by 
1985 (News) 

CSX Corp. 

Completes short-cut connection, cuts coal 
haul rates (News) 

Diamond Shamrock Corp. 

ATIG deal (News) 

Dobson Park Industries Ltd. 

Purchases West Vircinia equipment firms 


Dow Chemical Co. 

Liquefaction mini-plant (News) 
Eastern Gas & Fuel Associates 
Pretty penny (News) 

Eastover Mining Co. 

Faces safety violation rap (News) 
Fined for safety violation (News) 
Emery Mining Co. (EMC) 

Pulls out of BCOA to bargain with UMW 


Sep 29 
Oct 19 


Empire Energy Co. 

Can mine in five seams 
Expands on its 15% pitch 
Energy Fuels Corp. 
Bought by Getty Mining Co. (News). Aug 43 
Exxon Coal USA 

Omaha Public Power District buys coal 


Oct 125 
Oct 124 


Florida Power & Light Co. (FP&L) 

First coal-oil mix tests in Florida termed suc- 
cessful (News) 

Florida Power Corp. 

First coal-oil mix tests in Florida termed suc- 
cessful (News) 

Fluor Corp. 

Constructs coal project in Queensland 


South African plant cited (News) 
Fluor Ocean Services Inc. 
Awarded slurry work contract (News) 

Feb 49 


May 55 


Foster Wheeler Energy Corp. 
Boilers to Spain (News)...... 
Designs steam generator for Florida plant 


U.S. sells superheat (News) 

Getty Mining Co. 

Buys Energy Fuels Corp. (News) 

Buys mine (News) 

Getty Oil Co. 

Plateau Mining ships steam coal (News) 


Grace, W.R., & Co. 
Slurry venture (News) 
Submits high Colorado coal land bid 


Gulf Oil Corp. 

Joins with Republic Steel to develop coal 
lands (News) 

Hampshire Energy Co. 

Seeks permit for Gillette synfuel plant 


Hampton Roads Energy Co. 
Seeks dismissal of N&W's suit (News) 
Jan 49 
Hanna Mining Co. 
Submits high Colorado coal land bid 
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Harbert Corp. 
Bought by Standard of indiana (News) 


Houston Natural Gas Corp. 

Coal port work (News) 

Island Creek Coal Co. 

Production and earnings in 1890 (News) 


Strip mine questioned (News) 
Israel Electric Corp. (IEC) 
Israeli coal company (News) 
Kem Coal Co. 
Kaneb takeover (News) 
Kerr Coal Co. 
Colorado mine shut indefinitely (News) 
Jun 33 
Kerr-McGee Coal Corp. 
Executes lease exchange with DOI (News) 
Mar 49 
Sells coal! to Union Electric (News)... Sep 49 
Squares off with UMW in Illinois (News) 
Oct 12 
Sued by UMW for anti-trust hiring in Indiana 


Kerry Coal Company 

Court upholds UMW fine (Legal) ....May 167 
Kiewit, Peter, Sons 
Production in 1980 (News) 
Knife River Coal Co. (KRCC) 
Lignite production continues to growMay 89 
Koppers Co. Inc. 

DOE to fund synfuel project (News) ..Jan 27 


Apr 49 


Krupp Iberico S.A. 
Assembles conveyors for Spanish mines 


Following the Mapco lead (E) 

Keeps right on growing 

Leaves Pittston alone in Baltimore port proj- 
ect (News) 

Thomas, Robert E 


Tough competitor in marketplace 
Mid-Continent Resources 

Denver court upholds fine (News)..... Nov 17 
Mobil Research and Development Corp. 
DOE to fund synfuel project (News) ..Jan 27 
North American Coal Corp. (NACCO) 
Develops Dakota lignite 

Negotiates settlement with Ohio Edison Co. 


Production and earnings in 1980 (News) 
Apr 49 

Northern Coal Co. 

Begins steam coal sales to Korea (News) 


Takes dip into coal’s future 

Northern Energy Resource Co. (NERCO) 
Coal production (News) 

Mine permitted (News) 

Production and earnings in 1980 (News) 


Stacker speeds coal recovery 

Northern Indiana Public Service (NIP- 
sco) 

Awards FMC Corp. contracts (News) Jan 49 
NUS Corp 

Joins with Schroeder in coal conversion 


Occupational Petroleum Corp. 

DOE to fund synfuel project (News) ..Jan 27 

Old Ben Cea! Ce. 

Production and earnings in 1980 (News) 
Apr 49 

Pacific Hydrocarbon Energy Co. 

DOE to fund synfuel project (News) ..Jan 27 

Panhandle Eastern 

Two more partners sign for Panhandle 


Paramount Mining Corp. 

Reward offered (News) 

Patrick Coal Corp. 

Purchases Commonwealth Resources 


Peabody Coal Co. 

Ken mine shutdown (News) 

Metal stoppings reduce air leakage...Apr 74 

Production and earnings in 1980 (News) 
Apr 49 

UMW strikes Peabody (News) Feb 15 

Phillip Petroleum Co. 

Emerges as Gulf Coast giant 

Pierce Coal & Construction, Inc. 

Turns to Chapter XI (News) 

Pittston 

Clinchfield fined for falsified mine dust 

records (News) 

Mapco, others leave Pittston alone in Balti- 

more port project (News) 

Production and earnings in 1980 (News) 
Apr 49 

Price River Coal Co. 

Utah underground coal fire idles miners 


Pyramid Mining Inc. 

Bought by First Mississippi Corp. (News) 
Nov 45 

Republic Steel Cora. 

Joins with Gulf Oil to develop coal lands 


Rochester & Pittsburgh Coal Co. (R&P) 


Air system takes rock to surface 
Sabine Mining Co. 

Develops lignite (News) 

Santa Fe Mining Co. 

Begins to mine its coal lands (News). Jan 43 
Schroeder, W. C. 

Joins with NUS Corp. in coal conversion 


Mar 80 


Scotia Coal Co. 

Fined (News) 

Semirara Coal Co. 

Buys new equipment (News) 
Snowmass Coal Co. 

Troika takes on pitching seam 
Southern Co. Services 

Gets funds for SCR-1 tests (News)... Sep 17 
Standard Oil Co. of California (Socal) 
Backs off from Amax merger (News) Jun 53 
Siandard Oil of Indiana 

Buys Harbert Coal (News) 

Standard Oil of Ohio (SOHIO) 

U.S. Steel sells coal reserve to SOHIO 


Jul 114 


Stansbury Coal Co. 

Layoffs (News) 

Sun Co. 

Cordero set to move 24 million tpy .. Mar 62 


Tenneco Coal Gasification Co. 
DOE to fund synfuel project (News) ..Jan 27 
Terry Eagle Coal Co. 





West Virginia venture (News) 
Texas Utilities Co. (TU) 
Mines 100 million tons of lignite May 75 
Pioneers Gulf Coast reclamation.....May 100 
Production and earnings in 1980 (News) 


Jan 49 


Union Carbide Corp. 

Coal for sale (News) 

Unit Train Coal Sales, Inc. 

Cleared in recognition dispute with UMW 
Mar 126 

U.S. Steel Corp. 


Adams, K. L. 

Electro-centers control conveyors 

Beveridge, T. Scott 

Materials management means dollars 
Apr 137 


Jun 84 


Blackmore, Gerald 

Coal prep improves utility efficiency ..Jan 70 
Bowen, Roger 

Analyze haul truck costs wisely 
Brewer, B. K. 

Electro-centers control conveyors 
Brezovec, David 

Air system takes rock to surface Mar 80 
Computer monitors mine conditions. Aug 56 
Conventional mining wins 18 ft of coal in one 


Mar 70 


Jun 84 


Following the Mapco lead. (E) Oct 300 
Hope dims for SHD trailing cable ... Sep 119 
Managers spur productivity growth... Dec 55 
Mapco Coal keeps right on growing..Oct 64 
Operators fight face haulage delays Feb 126 
Roof support systems aid workers...Apr 148 
SHD cable delivers high voltages...... Jul 138 
Brown, Buell 
A practical approach to better fuel economy 
Jan 149 


Electro-centers control conveyors 
Buder, M. K. 

Will NSPS end coal washing?............ Jan 63 
Camozzo, Robert 

Blending coal with small computer... Jul 102 
Chironis, Nicholas P. 

Arch Mineral’s versatile BWE’s May 134 
Britain improves its coal preparation . Jan 78 
Dragline computer improves control Apr 108 
Electronic aids boost dozer output..Jun 110 
Haulback aids twin draglines Nov 100 
How to prevent loader rollovers Dec 62 
. Mines take on explosive casting......Oct 130 
Mountaintop converts to home sitesJan 124 
R & D projects paying off in 1981 

Scraper use picks up steam... 

Teams of shovels strip Welsh coal...Apr 160 
Three innovations at C&K Coal 

Wider choice of large drills offered ....Jan 95 
Wire power aids truck haulage 

Clifford, K.L. 

Will NSPS end coal washing’............ Jan 63 
Ellison, Richard D. 

Profit planning begins with mapping..Jun 68 
Green, Peter 

Computer controls flow to cyclones .. Jun 90 
Cost of cheap TVA coal run high Nov 78 
Dewaiering coal and refuse 


Jun 84 


Port study (News) 
Production and earnings in 1980 (News) 
Apr 49 
Sells coal reserve to SOHIO (News) ..Jan 41 
Utah Development Company 
Blackwater mine spurs Australian yield 
Aug 66 
Utah International 
Hunts Colombian coal (News) 
Western Energy 
Production in 1980 (News) 
Coal gasification test (News) 


Aug 47 


Apr 49 
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